CONCORDIA 
UNIVERSITY 


STINGER HOCKEY 


GOALTENDER SHARPE: A MODEL OF CONSISTENCY 


Concordia's Dave Sharve has backstopped the Stingers to an impressive 
4-1-2 start in OUAA action and N.H.L. scouts are taking note. With 

a 3.29 G.A.A. Sharpe has re-affirmed his status as one of the top 
college goalies .in Canada. Concordia's amazing turnaround is directly 
attributablé to Sharpe's consistent goaltending each game. The 22 year old 
Toronto native is in his second year with the Stingershaving transferred 
from Ferris State of the N.C.A.A. 


The Stingers tied Guelph Saturday 4-4 as Richard Lavlante continued 

his hot play with 2 goals. Concordia lost Friday night to the University 
of Western Ontario Mustangs, 3-l. The Mustangs were National Finalists 
last year after finishing with a 20-2-2 OUAA record. 


Concordia travels to Troy, New York for the Union College Tournament 


this weekend (November 20,21). Union College and Queens are the other 
teams comveting in the tournament. 
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Regular Season Statistics as of Nov 16, 1987: 
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No Player 
7 Richard Laplante 
20 Mark Mahon 
17 Tod Button 
4 Martin Foy 
18 Richard Vermette 
19 Frank Sinfield 
5 Paul Brophy 
11 Todd Adams 
9 André Chartrain 
3 Mike Pratt 
21 Marc Lalonde 
22 Mike Deegan 
12 Ken Marshall 
8 Stéphane Houle 
Z Blake Hambleton 
10 André Lefebvre 
15 Jean Bouchard 
6 David Long 
8 Stewart MacDonnell 
16 Alan Rekunyk 
24 Jim Stevenson 
30 Dave Sharpe 
TOTAL 
Goaltending: 
No Player 
30 Dave Sharpe 
TOTAL 
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Team Statistics: 


APTA CSUN 5 rcs en LONG en ede 


9 of 41 (22,0%) 


MR eRe oo isk vavasesinswacce abe aan cass ota en eo ee hers 39 of 49 (79,6%) 
Goals/ period 6 16 14 - 36 

Opponent 5 11 8 -23 

Shots/ period 74 75 72 -220 

Opponent 65 84 63. .-2i4 


Game Results: 


Oct 24 R.MC.5 at 
Oct 30 Concordia 4 at 
Oct 31 Queen's 3 at 
Nov 7 Ryerson 3. at 
Nov 8 Windsor2 at 
Nov 13 Concordial at 
Nov 14 Concordia 4 at 
Upcomming Games: 
Nov 27 Queen's 
Record : 

GP W 
OUAA East 3 b 
OUAA Cent. 0 0 
OUAA West 4 1 
League wd 4 


Steve Lachance 
Statistician 
Nov 16/1987 


Concordia 12 (W) 
McGill3 (W) 
Concordia7 (W) 
Concordia6 (W) 
Concordia2 (T) 
Western 3 (L) 
Guelph 4 (T) 


at Concordia 
L i GF 
0 0 23 
0 0 0 
l z 13 
| Zz 36 


PCT 
1.000 


0.500 
0.714 


